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Ad  Text  Actor  and  comedian  Charlie  Murphy  died  at  the  age  of  57.  Murphy,  the  older 
brother  of  comedic  legend  Eddie  Murphy,  was  also  very  successful  stand-up 
comedian  on  his  own.  Murphy  was  battling  leukemia  and  had  been 
undergoing  chemotherapy  treatment. 

Ad  Landing  Page  https://www.facebook.com/blacktivists/ 

Ad  Targeting  Location:  United  States 
Age:  16  -  65+ 

Language:  English  (UK)  or  English  (US) 

Placements:  News  Feed  on  desktop  computers  or  News  Feed  on  mobile 
devices 

People  Who  Match:  Interests:  Pan-Africanism,  African-American  Civil  Rights 
Movement  (1954-68),  African-American  history  or  Black  (Color) 
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Ad  Clicks  1,337 

Ad  Spend  499.49  RUB 
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Actor  and  comedian  Charlie  Murphy  died  at  the  age  of  57.  Murphy,  the  older 
brother  of  comedic  legend  Eddie  Murphy,  was  also  very  successful  stand-up 
comedian  on  his  own.  Murphy  was  battling  leukemia  and  had  been 
undergoing  chemotherapy  treatment. 
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